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PAGE 01 STATE 0I9I07 

61 

ORIGIN SY-03 

INEO OCT-01 ISO-00 /004 R 

66011 

DRAETED BY: A/SY/T:JPERDEW:PH 
APPROVED BY: A/SY/T:DGEISCHER CHIEF 
DIST: SY/FO/EA 

098233 

R291553Z JAN 76 
EM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 

CONEIDENTIAL STATE 019107 

EOLLOWING REPEAT STATE 019107 ACTION HONG KONG 26 JAN 
QUOTE 

CONEIDENTIAL STATE 019107 
TOKYO EOR RSO; HONG KONG EOR RTC/RSS 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACRS PLANNED FOR NOB TOKYO 

REF: TOKYO 0979 

1 . SY/T HAS SUFFICIENT ACRS IN STORAGE TO FILL REQUIRE- 
MENT EOR 12 BY 21 ACR AND EOR SOME REPLACEMENT PARTS EOR 12 
BY 15 ACR. VEA ADVISES THAT DAMAGED PARTS ARE UNSIGHTLY 
BUT SHOULD NOT AEEECT INTEGRITY OE ROOM. 

2. SHIPMENT WILL BE COORDINATED TO ARRIVE TOKYO UPON OC- 
CUPANCY OF NEW BUILDING. SY/T WILL MONITOR PROGRESS OE THE 
BUILDING AND COORDINATE SHIPMENT WITH RSO. 

CONEIDENTIAL 
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3. SY/T DOES NOT EEEL THAT HABENICHT NEEDS ACR DRAWINGS 
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TO COMPLETE SURVEY. PARENT ROOM SHOULD HAVE MINIMUM HEIGHT 
CLEARANCE OF 9 FEET AND BE SUFFICIENT SIZE TO ALLOW AP- 
PROXIMATELY 2 FEET CLEARANCE ON EACH OF THREE SIDES OE ACR 
AND THREE FEET CLEARANCE ON SIDE OE ACR WITH THE DOOR. 

THUS, 12 BY 15 ACR REQUIRES PARENT ROOM OF 16 BY 20 FEET IF 
DOOR IS IN END OF ACR OR 17 BY 19 IF DOOR IS ON SIDE OF 
ACR. SAME DIMENSIONING RULES ALSO APPLY TO LARGER ACR. 

4. ACR SURVEY SHOULD INDICATE SIZE OF ACR, NUMBER OF CHAIRS 
REQUIRED AND NUMBER OF FEET OF AIR CONDITIONER DUCT. 

5. WE UNDERSTAND BUILDING AIR CONDITIONING SYSTEM IS TO 
BE USED TO COOL ACR. TSO WILL HAVE TO DETERMINE, IN CON- 
JUNCTION WITH EBO ENGINEER, BEST METHOD OF MOVING AIR IN- 
TO AND OUT OF ACR. IF DUCTS ARE TO BE ATTACHED TO BUILD- 
ING AIR CONDITIONER SYSTEM, TSO SHOULD DESIGN APPROPRIATE 
TRANSITIONS TO 12 INCH DUCTING AND HAVE THOSE TRANSITIONS 
CONSTRUCTED LOCALLY. TOB HAS SIMILAR TRANSITIONS WHICH 
CAN PERHAPS BE USED OR COPIED. 

6. HABENICHT REQUESTED TO SUBMIT FAIRLY ACCURATE SCALE 
DRAWINGS OF PROPOSED PARENT ROOM PLAN WITH ACR LOCATED 
THEREIN. THIS WILL HELP POST AND SY/T PINPOINT POSSIBLE 
PROBLEM AREAS IF ANY EXIST. IT WILL ALLOW POST TO DE- 
TERMINE BEST LOCATION OF ACR DOOR, AIR CONDITIONER INLET 
AND OUTLET PANNELS, ETC. 

7. HABENICHT ADVISED THAT ILG NOISE GENERATOR SHOULD BE 
CONNECTED TO SAME SWITCH AS PARENT ROOM LIGHTS. THIS PRE- 
VENTS ROOM FROM BEING USED UNLESS NOISE SOURCE IS ON. 

NOISE GENERATOR SHOULD BE LOCATED ON SHELE APPROXIMATELY 
6 FEET ABOVE FLOOR IN A CORNER OF THE ROOM. KISSINGER 
UNQUOTE KISSINGER 
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